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INFO OCT-01 ARA-10 ISO-OO /016W 

046550 011129Z/10 

R 311546Z AUG 78 
FM AMCONSUL RIO DE JANEIRO 
TO SECSTATE WASHDC 6653 
INFO AMEMBASSY PANAMA 


Message Text 


LIMITED OFFICIAL USE RIO DE JANEIRO 3918 

DEPT FOR SY/OPS/T, PANAMA FOR OIC/RTC FROM TSO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: TG GUARD SYSTEM INSTALLATIONS 

REF: STATE 206102 

1 . IN ANSWER TO REFTEL PARA 2 : NONE. 

2. TSO HAS TWO TG GUARD SYSTEMS-MODEL C-230 S/N 741,742 
CONTROL UNITS WITH SEVEN SOCKETS AND ONE FLANGE, AND SEVEN 
MODEL DN CANNISTERS REMOVED FROM AMBASSADOR'S RESIDENCE IN 
BUENOS AIRES: PTE, ASF, ADVISE DISPOSITION AS THAT THEY ARE 
OLDER MODELS: 

DEXTER 
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